AMENDMENT NO. 1 JANUARY 2021 
TO 


IS 16890 : 2018 TEXTILES — PROTECTIVE CLOTHING 
FOR FIREFIGHTERS — SPECIFICATION 


(Page 3, clause 4.2.4, sentence 1) — Substitute the following for the existing 
sentence: 


‘Seams on the outer layer of the garment shall be constructed to give the minimum 
loss in strength and protection and to maintain the integrity of the garment.’ 


(Page 3, clause 4.12) — Substitute the following for the existing clause: 


‘4.2.12 Size Designations 


The size of each protective clothing shall be designated by height and chest or 
bust girth as two control dimensions, in cm. The height and the girth ranges for 
different size designations shall be as given in Table 1. 

Table 1 Height and Girth Ranges of Body Measurements 


( Clause 4.2.12 ) 


SI No. Size Designations Chest or Bust Girth Height 

cm cm 

0) 2 (3) (4) 
i) S 80-88 52-158 
ii) M 88-96 58-164 
iii) L 96-104 64-176 
iv) XL 104-112 76-182 
v) XXL 112-120 82-188 
vi) XXXL 120-124 88-194 


[Page 5, clause 6.10, SI No. (d)] — Substitute ‘O-xylene, 100 percent’ for 
‘White spirit’. 
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